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abSTracT

The potential of reducing greenhouse gases in transport sector attracted different groups to promote electric vehicles (eVs) as a component of sustainable mobility development. however, studies assert that the usage of eV is currently limited mainly to short-distance trips and the users are only those who have the opportunity of charging their car privately at home or workplaces. This research highlights the lack of public charging stations and tries to develop a demand-oriented location model for finding the optimal location of fast charging stations (fcSs) from a user’s point of view. In urban areas the users can make use of activity time of their daily routine activities such as supermarket shopping for charging the battery of their eVs. Therefore, the proposed location model focuses on the interaction between people’s travel behaviour and urban infrastructure. first, the potential of a facility for installation of fcS is determined by means of its different attributes such as number of attracted motorized individual trips, opening hours and parking lot availability, activity time of users in different facilities in relation to the charging time and synergy effect of closely allied facilities. In the second step, the study area is zoned and the calculated potential for facilities is transferred to the relevant zones, considering users’ maximum detour acceptance, catchment area of facilities as well as spatial impact of existing charging stations. The input data, which rely mainly on open source and publically accessible data, are analysed and depicted as different geo-referenced layers in the geographical information system (arcgIS Software). The proposed location model aims to cover the growing demand for public fcS of current eV users as well as one step forward to increase the acceptance of electro mobility among potential users. 

 Keywords: Electro mobility, fast charging station, location model, urban areas. 

1  INTrODucTION aND lITeraTure reVIeW

1.1  background of the problem

Nowadays climate change is one of the most important and complex issues which gained a significant attention of different groups and societies. In this context there are plenty of efforts in national and international levels to improve the efficiency of energy consumption in different sectors such as industry, household and transport. The potential of optimizing the energy consumption in transport sector attracted many groups of stakeholders, which has resulted in clean and high efficient technologies in automotive industry such as hybrid, hydrogen and electric vehicles (eVs) in recent years. electro mobility, as an important component of sustainable This paper is part of the proceedings of the 22nd International Conference on Urban Transport and the Environment (Urban Transport 2016)
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through its efficient energy consumption compared to conventional internal combustion engine vehicles, allows the growing renewable energies to play even more significant role in reducing the fossil fuel dependency. Despite the excessive ecological advantages of electro mobility, its acceptance among people was not so promising due to several issues. besides high purchase price and limited range of eVs, one of the main reasons for low acceptance of eVs is lack of public charging facilities which limits eV users to only those who have the opportunity of charging their car privately at home or work places [1]. capturing new groups of eV users requires a comprehensive development of publically accessible charging infrastructures which include a wide variety in terms of their technical properties. Whereas the conventional slow and normal ac charging processes take several hours to load the battery of an eV, the fast charging technology supplies a high Dc power which not only saves a large loss of power compared to ac charging, but it could also load the battery of eVs within 30 to 60 min (depending on the efficiency of charging stations and battery capacity) which provides a great flexibility for the users in the urban areas. moreover, it gives the possibility of travelling long-distance intercity trips which could be an intermediate solution for the limited range of eVs before it is technically solved. however, high installation cost of fcSs and missing business models for suppli-ers are significant barriers to establish an extensive fast charging network. In this regard the determination of optimal location for fast charging infrastructure plays a key role to ensure their long-term profitability and operatability. This research aims to present an efficient and transparent location model for fcSs in urban areas. The basis of this model is the use case of fcSs to increase the flexibility of users with their daily routine activities as well as people’s travel behaviour in urban areas. It is also a great pleasure to appreciate all those people who supported the authors during this work, especially mr Pradeep burla for his outstanding contribution. In accordance with the topic of the research, the next section gives a brief insight into the location models of fcSs which are implemented in practice. 

1.2  fcS location models in practice

In recent years, plenty of research works and projects analysed the location problem of fcSs with different approaches and points of view Some researchers viewed this problem from the aspect of electricity supply grid, considering objectives such as reducing power losses or/

and reducing voltage deviation [2–4]. Some others investigated the economics and business cases of this technology, focusing on profitability objectives such as return of investment based on some assumptions and scenarios, e.g. development and penetration of eVs in the market, utilization level of charging stations and the price of electricity in the charging stations [5–7]. Some researchers explored the problem from the point of view of users’ behaviour, which is the case in this article as well. This approach is generally divided into two categories considering major highways and urban areas. concerning the limited range of eVs and the perceived range anxiety of users for long-distance trips, the provision of fcSs on the major highway has been the first priority of many researches and policies in recent years 

[8–10]. however, according to the research by morrissey et al. [11] the provision of fcSs on highways satisfies mainly the demand of rural residents by their long-distance trips while a larger group of potential users in major cities are ignored or simply dismissed due to mainly short-distance regional trips in urban areas with the simplification that the length of urban trips won’t exceed the range of eVs. This research indicates that over-focusing on covering the demand on highways may not be appropriate for all users, and demand in the major cities 
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should be taken into account more seriously. In this regard, there are some researches which investigate the optimal location of fcSs in the urban areas. baouche et al. [12] utilized the classical location models of p-dispersion and fixed charge location problems, and Zhu et al. [13] presented an extended version of this model by means of a genetic algorithm-based method in order to determine the location and size of charging stations, considering the con-struction costs and travellers’ charging convenience. another study [14] utilized p-median and maximal covering location model for determining the optimal location of fcSs in beijin. 

The mentioned studies were based on classical location models and utilized OD matrix for locating the fcSs in urban areas; however, some other studies focus on charging and travel behaviour of users instead of mentioning typical location models which allow the modeller to implement different use-case scenarios based on the user studies or other user behavioural assumptions [15]. The presented location model in this article also explores the potential of locations for installation of fcSs from the point of view of users’ behaviour and considers the urban structure and transport planning aspects. 

The reminder of this article is organized as follows. The next section presents the algorithm and calculation method of the location model and relevant input parameters and criteria. The proposed model will be implemented by means of geographical information system (arcgIS 

software) in the real case of city of cologne/germany and the results will be presented in Section 3. The last section is dedicated to discuss the plausibility of the results, ways to further development and other possible application of the proposed model. 

2 meThODOlOgy

as mentioned earlier the use case of fcSs in urban areas is supposed to increase the flexibility of eV users with their daily routine activities, whereas the users can make use of activity time in different facilities in order to charge the battery of their eV. In other words, charging an eV by itself is not considered as a trip purpose but it is a sub-activity which will be done while the user is doing his/her main activity. In this regard, the key idea of the proposed location model in this article relies on the potential of different urban facilities to attract the motorized individual traffic (mIT). The activity time of users is an important criterion for determining the potential of a facility, and the better matching of activity time with charging time results in greater potential of the facility. The users’ comfortability during the charging process will also be regarded in the model through the indicators of opening hours and parking place availability of a facility. The calculated number of mIT of each facility combined with activity time and comfortability of users results in the potential of a facility. consequently the potential of facilities will be aggregated in the correspond-ing zones, considering different factors, e.g. influence area of urban facilities and effect of existing charging infrastructures. The workflow of the location model has been sum-marized in fig. 1. 

2.1  motorized individual traffic

This criterion defines that the more attracted mIT to a facility, the greater is the potential of this facility for installation of fcS. The facilities that are the destination of trips with the purposes of ‘work’ and ‘return to home’ were dismissed here because the activity time was not matching with the fast charging time process. The activity time that plays an essential role in the potential of a facility will be discussed in Section 2.2 separately. The attracted number of mIT to a facility has been estimated by means of the following factors. 
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Esmaon of the number of aracted motorized individual traffic 

- Size of a facility

(MIT) to a facility based on the relevant factors and guidelines. 

- Synergy effect of facilies 
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potenal of a facility
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comfortability of users in the locaon model, the final potenal of a Potenal of a facility 

factors

faciliy will be calculated. 

Esmaon of the influence area of a facility based on relevant 

- Influence radius of a facility

Aggregang the potenal of 

factors and then aggregaon of potenal of facilies into the zones. 

- Spaal effect of distance 
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The larger influence area of a facility, the larger is the effecng on user behaviour

radius of the facility for transmission of potenal of facility into the influence area of facilies 

surrounding zones. 

and user bahaviour

sne
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- Type of exisng charging 
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- Efficiency of exisng 

Determinaon of the type and efficiency of to-be-considered exisng charging staons 
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charging staons

exisng charging staons. The larger is the supposed catchment 
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user behaviour

of surrounding zones will be larger. 

figure 1:  criteria and steps of location model for installation of fcSs. 

2.1.1  Type and size of facility and synergy effect here we are utilizing the guidelines introduced by bosserhoff [16] and Vogt and bosserhoff 

[17] in order to estimate the number of attracted people (customers, visitors) to a facility based on the type and size of the facility. for example a grocery store with up to 800 m2 sale floor attracts daily 1.00–1.20 customers/m2 or a cinema attracts 0.90–1.2 visitors/seat. The variation between minimum and maximum values depends on the type of urban area where the facility is located. The facilities in cities with densely settled neighbourhoods attract higher number of customers/visitors while those located in sparsely populated areas outside the cities attract less. moreover, the closely located facilities in a dense urban area could cause a synergy effect for attracting customers/visitors which could result in miscalculation of estimated number of attracted customers/visitors. even if a customer visits several closely located facilities, the number of attracted people is still one but without attention to the synergy effect, it will be calculated multiple times mistakenly. 

2.1.2  Share of mIT trips and degree of car occupation This section calculates the number of attracted mIT out of the number of attracted customers/visitors by differentiating the travel model and the passenger occupancy of a vehicle. The share of mIT trips depends on trip purpose, which will be identified by the type of facility, 
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and also strongly on the type of urban area. The share of mIT trips in the city centres is much lower than that in outside areas because of the dense public transport network, more biking and walking trips due to shorter trip distances, difficulties in finding a parking place, speed limitations, toll costs and so on. In addition, the occupancy rate of passenger vehicles should be regarded in order to calculate the number of mIT trips out of attracted people. To get an integrated result with previous section, we utilize as before the guidelines from bosserhoff 

[16] and Vogt and bosserhoff [17]. 

2.2  activity time 

as it has already been mentioned, the user could make use of daily activity time such as shopping or leisure in order to charge the battery of his/her eV. The better the matching of the activity time with charging time, the larger is the potential of the facility for fcSs. 

Therefore, the activity time of users should be evaluated in relation to the charging time of battery. The charging time depends on different technical features of battery, fcSs as well as state of charge of battery. It means that an empty battery gets charged faster at the beginning and as the battery fills up the charging process becomes slower. Simply speaking, charging process up to 80% of a 24 kWh battery by means of a 50 kW fcS takes roughly 30 min and the remaining 20% of battery also takes the same time [18]. With this simplification, the following charging graph and rating sketch have been utilized for comparing and evaluating the activity time of users in different facilities (fig. 2). 

In this article the activity time less than 15 min has been considered as very short but is still useful in emergency cases; about 15 to 30 min is the period in which the user plugs out the charger while he/she still could have utilized the efficient and fast charging process. The best rating has been assigned to an activity time between 30 and 60 min because the user has had full advantage of the efficient charging process (up to 80% of battery) and then leaves the charging station when the charging process is getting slower. after 60 min the battery is already full; however, occupying the stations would add up to additional 60 min. When the activity time exceeds 120 min then the fcS is not a proper investment because the charging demand could be satisfied by not-so-fast charging infrastructures, installation costs of which are much less than an fcS. 
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figure 2:   Simplified state of charge of battery and categorization of activity time (Source: author’s illustration). 
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This section explores the factors which indicate the comfort of users during the charging process, and the idea behind this criterion is that the more comfortable the charging is, the potential of the facility for installation of an fcS is greater. The following factors have been selected as the determining factors for comfort of users during the charging process. 

2.3.1  Parking lot availability

This factor increases the comfortability of users of eVs because availability of a parking lot directly at a facility, where the eV could be parked and charged, will not only save the time spent on searching for a parking place but also the facility will be reachable without any walking detour. The walking detour is an important factor especially for shopping facilities, in which the purchased goods should be carried to the vehicle. 

2.3.2  Opening hours 

The longer opening hours of the facilities address the more comfortability for the user for utilizing the charging station. To simplify this factor, the opening hours of facilities are categorized into four classes: first one includes 5 days/week-open facilities such as banks or other administrative offices; second one includes 6  days/week-open facilities e.g. supermarkets and discounters; third class includes 7 days-working facilities but not round the clock e.g. 

restaurants; and finally the 24/7-open facilities such as gas stations. 

2.4  Weighting algorithm

The number of attracted mIT is employed as base potential of each facility and the matching of activity time with charging time and the comfort of users during the charging process will be utilized as weighting criteria. for this purpose, the values of the criteria should be quanti-fied in a unified way, in which value  one assigns to the best situation of a criterion and the worst case corresponds to value  zero. In so doing the following values will be assigned for each criterion:

activity time:

Assigned value    0.33        0.66              1.0



0.33

0.0

Activity time               15          30

60

120

Parking place availability:

Opening hours:

Assigned value                  0.0              0.33               0.66              1.0

Opening hours                 

Class 1       Class 2        Class 3         Class 4

after quantifying the criteria, the following scheme has to be utilized for weighting the potential of a facility (fig. 3):

[image: Image 3]
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figure 3:  Weighting scheme for calculating the potential of a facility. 

The potential of a facility ( PoF ), considering the weights of criteria (

and 

 i

Weight C 1

Weight

) and indicators (

and

), is calculated as below:

 C  2

Weight I 1

Weight I 1




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 Ii    (1)


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 







2.5  aggregation of potential of facilities in zones by now the potential has been calculated for facilities which presents the potential in one single point, where a facility is located. This section deals with determination of the potential of an area instead of a point through transmission and aggregation of calculated potential of facilities into their surrounding areas. Important challenges for this purpose are firstly to define the area, under the influence of which the potential of a facility is, and then to specify the spatial properties of potential within the defined influence area, and both of them will be described based on the users’ behaviour regarding the acceptance of distance between charging station and the to-be-considered facility. 

The main assumption to define the influence area or maximum influence radius of a facility is that the user parks his/her eV at the charging station and then goes to the facility on foot; the maximum distance travelled on foot is considered as influence radius of the facility. 

however, the influence radius is not the same for all facilities and varies according to the type and size of the facility as well as carriage of goods. for example, it is supposed that the users accept longer distance to reach a leisure facility, such as restaurant or cinema, than to a shopping facility that they visit almost daily, such as supermarkets from where the purchased goods should be carried; therefore the influence radius of restaurant and cinema is supposed to be larger than that of a supermarket. In so doing, the facilities have been classified into two categories in terms of maximum influence radius. Orienting to the average speed of pedes-trians, the influence radii were set to be 250 and 500 m for these categories, which are equal to ca. 4 and 8 min walking time [19]. after the definition of the maximum influence radius of facilities, the second step clarifies the properties of potential within the influenced area. 

The main supposition is that the closer is an area to a facility, the influence of the facility is greater, and when getting farther from the facility, the influence weakens. regarding the fact that utilizing distance as a continuous parameter in location model would result in very huge calculation complexity, the area under study is divided into square-shaped zones with sides of 

[image: Image 4]
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Potenal weakens

Simplificaon of 

influence area in 

square-shaped zones

figure 4:   Influence radius of a facility and decreasing the potential of farther areas; simplification and zoning the area under study in square-shaped zones. 

250 m length to simplify the calculations and implement the considered maximum influence radius conveniently (fig. 4). 

The calculated potential of each facility will be assigned completely to the zone, where the facility is located, and then a fraction ( α α

;  < 1)  of the potential of the facilities with greater influence radius (500 m) will be assigned to the neighbouring zones, which are located within 250–500 m distance (from the facility to cetroid of zones). 

2.6  existing charging stations

This section considers the effect of existing charging stations on the potential of a zone. 

however, since the efficiency of charging infrastructures plays a most notable role in determining the charging time, and also due to incompatibility of different plug-in types of fcSs, the efficiency and plug-in type of to-be-located fcSs should be specified and fed as input parameters in location model. hereafter, the spatial effects of specified existing charging stations on the potential of relevant zones (the same zone and neighbouring zones) should be investigated. This effect is implemented in the location model by considering the same assumptions of behaviour of eV users regarding the acceptance of on-foot detour. 

The potential of a zone, in which an fcS already exists, will be reset to zero because it is assumed that the whole demand for fast charging will be satisfied using this station. The reduction of potential of neighbouring zones within 250–500  m depends on the type of facilities in these zones. a part of the potential in neighbouring zones that are originated from facilities with influence radius of 500 m could be satisfied using the existing station. 

for this purpose the same factor of α

α

( < 1)  for reduction of potential in neighbouring zones has been utilized. 

3 reSulTS

3.1  Study area

In order to implement the introduced methodology in real case, the city of cologne with over 400 km2 area and one million population in the west of germany has been selected; it is large enough to implement the presented location model. The required input data for location model in this area have been collected from different sources and edited in the form of geo-referenced shapefile layers so that they could be combined and spatially analysed in arcgIS 

software (fig. 5). 

[image: Image 5]
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figure 5:  Study area of city of cologne/germany (Source: Open Street map). 

3.2  Potential of a facility 

an important input parameter for estimating the attracted mIT to urban facilities is the size of a facility. The size of many well-known chain facilities such as alDI and lidl discount supermarkets was investigated and fed in the model; however, gathering these data for all individual facilities is a time-consuming process. To deal with this problem, the remaining facilities of the same type were aggregated and an average size for each category was assigned. The attracted mIT for each facility was estimated as follows: (Size)*(Customer / unit)*(MIT Share)

MIT =

* 1

( - Synergy effect)  

(2)



(Passenger per car)

according to the type of urban area, this formulation employs a maximum, minimum or an average value for the number of attracted customers/unit and mIT share. The calculation of attracted mIT for an exemplary set of facilities has been presented in Table 1. 

Table 1:  estimation of attracted mIT to a facility (selection facilities). 

Name/cat-

Size

customer/unit

mIT share

Passenger  urban area attracted 

egory

per car

mIT

min

max

min

max

aldi

800

2.00

2.50

0.40

0.60

1.3

Suburban

692

rewe

1,420

1.00

1.20

0.40

0.60

1.3

centre

524

ikea

25,000

0.35

0.50

1.00

1.00

1.9

Outside

4,605

obi

7,700

0.15

0.45

0.65

1.00

1.35

Suburban

1,412

fitness

2,000

0.15

0.30

0.90

1.00

1.1

centre

491

It is assumed that the above introduced exemplary facilities cause no synergy effect. after calculating the number of attracted mIT as base potential, the effect of activity time and comfort on the base potential will be explored. however, determination of weights of these 
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 Ii



(Table 2). 

Table 2:   calculation of potential of each facility considering the equal weights of factors (selection facilities). 

Name/cat-

attracted  activity time

comfort

Potential of 

egory

mIT

facility 

Parking place

Opening hours

aldi

692

35

available

class 2

576

rewe

524

35

Not available

class 2

305

ikea

4,605

90

available

class 2

2,291

obi

1,412

45

available

class 2

1,175

fitness

491

150

Not available

class 3

81

3.3  Potential of zone

In this section the calculated potential of facilities will be aggregated to the square-shaped zones with regard to their influence area and spatial properties of potential within the defined influence area (value of parameter  α). The potential of facilities with limited influence radius is assigned only to the zone, in which the facility is located, while the potential of facilities with longer influence radius will also affect the direct neighbouring zones with the factor  α. here it is assumed that  α = 0.5; however, the determination of this value should be done via user behaviour analysis based on the acceptance of on-foot distance for different facilities. 

3.4  effect of existing fcSs

Due to different and partly incompatible technical properties of fcSs, the efficiency and type of plug-in system of to-be-considered fcSs should be determined and fed as input parameters in the location model. here the efficiency of charging infrastructure set to ≥50 kW and plug-in type of combined charging system were chosen, which are introduced by german engineers to charge the battery of eVs of relevant car-maker companies. 

after considering the effect of existing charging stations, the final potential of each zone is calculated, the value of which ranged from zero to 61,000. In order to illustrate the results, the values of potential have been categorized into four levels using ‘Jenks natural breaks classification method’ of arcgIS software. The transparent zones in the depicted final results of fig. 6 correspond to no or very low potential zones which are mainly located in non-residential areas (as expected), and the different green-tone colours correspond to higher potential zones in more densely settled urban areas. The utilized method to illustrate the potentials in this research is not the only unique way to present the results and it could be performed using different classification methods and/or a number of different potential categories. It should also be noted that although the categorization and illustration of potentials give a good overview of potentials in the areas under study, the final decision about optimal area should be taken based on the value of calculated potential. 
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figure 6:   Selected facilities (shopping facilities) and zoning of cases under study (left) and final results of potential calculation of zones (right) (Source: www.maps. 

here.com). 

4 cONcluSION

The proposed location model tries to satisfy the growing demand for public fcSs of current eV users in the urban areas and make the electro mobility among potential users more attractive. based on the use case of increasing flexibility of eV users with their daily routine activities, analysing the interaction between people’s travel behaviour and urban infrastructure was the pillar of the presented location model. The location model delivers reasonable results in the area under study with no/very low potential in unsettled areas and higher potential in more dense areas. however, the results strongly depend on users’ behaviour such as activity time, preference of comfortability through parking place availability and opening hours of facilities as well as charging behaviour of users in terms of maximum detour acceptance. 

The utilized values and weights for these parameters were based on limited literatures and researchers’ assumptions; however, their proper values require an extensive user behaviour study. moreover, other influencing factors, e.g. social security of different regions, installation costs, electricity grid supply, etc., could be followed in the steps for further developing the location model. The presented location model in this research is developed in a way that is easily adaptable for location problem of other refuelling infrastructures such as hydrogen or compressed natural gas stations. 

refereNceS

[1]  frenzel, I., Jarass, J., Trommer, S. & lenz, b., erstnutzer von elektrofahrzeugen in Deutschland.  Nutzerprofile, Anschaffung, Fahrzeugnutzung, 2015. 

[2]  Wang, g., Xu, Z., Wen, f. & Wong, K.P., Traffic-constrained multiobjective planning of electric-vehicle charging stations.  IEEE Transactions on Power Delivery, 28(4), pp. 

2363–2372, 2013. DOI: 10.1109/TPWrD.2013.2269142. 

[3]  mohsenzadeh, a., Pang, c., Pazouki, S. & haghifam, m., Optimal siting and sizing of electric vehicle public charging stations considering smart distribution network reli-ability. In North american Power Symposium (NaPS), 2015 (pp. 1–6). Ieee. 2015. 

170  

 A. Shirmohammadli & D. Vallée, Int. J. Transp. Dev. Integr., Vol. 1, No. 2 (2017) 

[4]  bayram, I. S., michailidis, g., Devetsikiotis, m. & granelli, f., electric power allocation in a network of fast charging stations.  IEEE Journal on Selected Areas in Commu-nications, 31(7), pp. 1235–1246, 2013. DOI: 10.1109/JSac.2013.130707. 

[5]  Wirges, J., linder, S. & Kessler, a., modelling the development of a regional charging infrastructure for electric vehicles in time and space.  European Journal of Transport and Infrastructure Research, 12(12), 391–416, 2012. 

[6]  Schroeder, a. & Traber, T., The economics of fast charging infrastructure for electric vehicles.  Energy Policy, 43, pp. 136–144, 2012. DOI: 10.1016/j.enpol.2011.12.041. 

[7]  Zhu, Z. h., gao, Z. y., Zheng, J. f. & Du, h. m., charging station location problem of plug-in electric vehicles.  Journal of Transport Geography, 52, pp. 11–22, 2016. DOI: 

10.1016/j.jtrangeo.2016.02.002. 

[8]  Sathaye, N. & Kelley, S., an approach for the optimal planning of electric vehicle infrastructure for highway corridors.  Transportation Research Part E: Logistics and Transportation Review, 59, pp. 15–33, 2013. DOI: 10.1016/j.tre.2013.08.003. 

[9]   Zhang, l., Shaffer, b., brown, T. & Samuelsen, g.S., The optimization of Dc fast charging deployment in california.  Applied Energy, 157, pp. 111–122, 2015. DOI: 

10.1016/j.apenergy.2015.07.057. 

[10]  li, S., huang, y. & mason, S.J., a multi-period optimization model for the deployment of public electric vehicle charging stations on network.  Transportation Research Part C: Emerging Technologies, 65, pp. 128–143, 2016. DOI: 10.1016/j.trc.2016.01.008. 

[11]  morrissey, P, Weldon, P. & O’mahony, m., Informing the Strategic rollout of fast electric Vehicle charging Networks with user charging behaviour Data analysis,  Proceedings of the 95th Annual Meeting of the Transportation Research Board, National academy of Sciences, Washington D.c. 2016. 

[12]  baouche, f., billot, r., Trigui, r. & faouzi, e., efficient allocation of electric vehicles charging stations: optimization model and application to a dense urban network.  Intel-ligent Transportation Systems Magazine, IEEE, 6(3), pp. 33–43, 2014. DOI: 10.1109/

mITS.2014.2324023. 

[13]  Zhu, Z.h., gao, Z.y., Zheng, J.f. & Du, h.m., charging station location problem of plug-in electric vehicles.  Journal of Transport Geography, 52, pp. 11–22, 2016. DOI: 

10.1016/j.jtrangeo.2016.02.002. 

[14]  he, S.y., Kuo, y.h. & Wu, D., Incorporating institutional and spatial factors in the selection of the optimal locations of public electric vehicle charging facilities: a case study of beijing, china.  Transportation Research Part C: Emerging Technologies, 67, pp. 131–148, 2016. 

[15]  giménez-gaydou, D. a., ribeiro, a. S., gutiérrez, J., & antunes, a. P. (2016). Optimal location of battery electric vehicle charging stations in urban areas: a new approach. 

 International Journal of Sustainable Transportation, 10(5), 393–405. 

[16] bosserhoff: Integration von Verkehrsplanung und räumliche Planung- Teil 2: gr-undsätze und umsetzung, heft 42 der Schriftenreihe der hessischen Straßen – und Verkehrsverwaltung, Wiesbaden 2000. 

[17]  Vogt, W. & bosserhoff, D., hinweise zur Schätzung des Verkehrsaufkommens von ge-bietstypen (Vol. 147), fgSV Verlag, 2006

[18]  hayes, J.g. & Davis, K., Simplified electric vehicle powertrain model for range and energy consumption based on ePa coast-down parameters and test validation by argonne National lab data on the Nissan leaf. In  Transportation Electrification Conference and Expo (ITEC), 2014 Ieee (pp. 1–6). Ieee. 2014. 

[19]  Verband Deutscher Verkehrsunternehmen, Verkehrserschließung und Verkehrsangebot im ÖPNV, VDV Schriften, heft 4, Köln 6/2001. 



cover.jpeg
A Simohammdi & D Vallde .. Tonsp. Do g, Wl 1. No. 22017 159-170

DEVELOPING A LOCATION MODEL FOR FAST
CHARGING INFRASTRUCTURE IN URBAN AREAS
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ABSTRACT
“The posential o reduing greenhouse gases in (anspor sctor atacied diffrent roups
promote clctic vehiles (EVS) 15 a component o sustainable mobily desclopment. How-
eve,studis ssirt that the usageof EV s curently imited mainly o short-distane trips and
the uses are only those whohave the opportunity of charging their ca pivately a home or
‘workplacs. This rescarch highlght the Lack ofpublc hargin saions and i o develop
3 demand-ocinted locaion model. fo fiing th optimal location of fast chargin sttions
(FCS4) from a ser'spoin of iew, I urban arcas the usrs can ke e of activity time of
thei dally routine actvites such s supermarket shopping for charging the battry of theic
EVs. Therefre, the propascd locaton model focuses on the ineraction between pople’s
travl behaviourand urban infasrucure. Fies, the posental o fciliy fo instllaion of
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individual wip,opeaing hoursand parking lotaailability,activity time of wers i diffrent
acilities n elaton o th charging e snd synergy effct of closely alliedfcilte. I the
sccond st the sudy aea i zoned and the alculted potentalfr faciles i ransfered 1o
the relevant s, considering user’ masimurm dtout ceeplance, catchment s o il
i s wel s spatialimpact of exising charging sation. The input dta, which ey maioly
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eferenced layer inthe gographical iformation system (ArcGIS Software). The proposed
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a5 ane st forward o inreasethe acceptanc of cectro mbilty among poenial uers.
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| INTRODUCTION AND LITERATURE REVIEW.
11 Background ofthe probem
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consumpion i transport setoratacted many groups of tkcholders. which his esuled in
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e vehile (EVs) in rcentyeses. Elctr mbily, a n imporiant componentof sustinabic
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